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June 20, 1956 


FOR: Deputy WreotorAntflllgence 

SUBJECT: EDIC Sponsored Briefing on High-Energy Fuels 

MEPERSflCEi Memorandum form AD/ tR to DD/l* H June 1956 


1. The "Propellents Seminar" sponsored by EDIC was held 
on 13-14 June in the CIA Orientation^ Room in 25X1 A6a 

Asf 

According to all indications tb eemt n ag, proved a considerable 
success. It appears that similar briefing sessions could 
usefully be held whenever intelligence officers and US officials 
with Economic defense responsibilities need to be acquainted 
with new products or developments. It also points up the 
utility of EDIC as a coordinating forum. 


2. All sessions of the mfaiaar vers wel^at tended and. 
both technical and general discussions were fruitful. In fact 
sene of the discussions have had imediate reprecusaiatis on 
agency action on the boron negotiations and priority is being 
given to the preparation of the transcript in order to wake 
available the new information requested by MDAC and others. 
Betb~$he Batelle Manorial Institute people, who made the 
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ta t I on. The Defense Department officials who had collaborated 
in organising the seminar have expressed gratification with the 
leadership of EDIC and thsi ^ se i » o s l ea of CIA facilities for this 
meeting. 


3* The collaboration of Tarioua CIA ^nponents in implementing 
the seminar should receive full recognition. OTR not only provided 
the roam facilities but arrange! for raking the tape recordings, 
and the other technical arrangements such as blackboards, lead < - ■<£ 
speakers, etc. The office of Physical Security arranged for a 

streamlined procedure for admiting seminar attendance to Central 

V 

Building ^ind the Cafeterias- ^lith the receptionist performaninp 
moat effpontly. The CIA motor pool provided ALL required trans- 
portation facilities (busses, etc. ) on time and as needed on very 
short notice. The excellent performance of thej}R projectionist 
assured smooth presentations on both day 3 . The personnel of the 
Strategic Controls Support Branc’ of the ORE Economic Defense 
Division carried the principal organisational responsibilities 
for the seminar and particularly a 3 taff 25X1 A9a 

aeffiber of that branch and Secretary of the EDIC tfoxfclng Group on 
Propellents and Riel Additives. 


OTTO E. GUTHE 
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